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readers.   The need for providing such facility often arises in
university libraries for researchers.   The  I.N.S.D.O.C, New

TABLE   50

Library Service

Percentage Distribution Faculty-wise

Sample Size
Opinion

Reprographic Service:
	
	

Satisfactory               14,9
	16.5
	11.0

Average                     33.3
	34.0
	25,6

Not satisfactory         33.9
	33,0
	41.5

Not responded           1 7.9
	16.5
	21.9

Total     Sciences     Social     Humanities

Sciences
336           206              82              48

%              %               %               %

14.6
43.7
25.0
16.7

Delhi, as a National Documentation Centre is supposed to
provide such a facility for users of the university libraries in
India. Andhra University Library is at present providing such
a service to a limited extent, In order to know the opinions
of respondents in this regard, the findings are given in Table
51 which show that one-third of the respondents in general,
and in individual disciplines have not responded to this ques-
tion, either because they are not aware of such facility, or they
do not need such a service.

Micro-film Heading Facility:

Now-a-days, it is common that publishers, while publishing
journals, are producing simultaneously the same information
in micro-form, reducing the size* Since it Is a byproduct, its
cost fs comparatively less and it can be preserved for a long
time, it requires less space to store in the library,

Modern libraries are increasingly acquiring such type of
documents as Micro-film, micro-fische of mfcro^strip, in view
of economy and In order to overcome space problems In the
libraries. It fs particularly suitable to acquire backsets of